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BILL WO. G- 72-09-^4 


GEWEEIAL ORDIWAWGE WO. G- 

AW ORDIWAWGE amending Ghapter 37 of the Building 
Gode with respect to Electrical Installation 
Permits, Pltimhing Permits, and Heating, Ventilating, 
and Air Gonditioning Peirmits. 

BE IT ORDAIWED BY THE GOMMOW GOUWGIL OF THE GITY OF FORT ¥AY1E, 
IWDIAWA: 

SEGTIOW 1. All of Section 108.2.i54all of Section 108.3.1.2, 
and all of Section 108.5.1.2 of Division 100, Ghapter 37 of the 
Municipal Gode of the Gity of Fort Wayne, Indiana, 1946 as amended 
and recodified and referred to as the Building Gode is hereby 
amended by repealing all of said Section 108.2.1.4, all of Section 
108,3.1.2 and all of said Section 108.5.1.2 of the Building Gode, 
and there is hereby substituted the following which are in lieu 
of the above Sections of said Building Gode hereinabove repealed; 

108.2.1.4 Licensee — Wo permit for the Installation or 
alteration, electrical wiring, devices, appliances or equipment 
shall be Issued to any person unless such person is the holder of 
a license entitling such person to secure permits for and to 
esecute the work described in the application for the permit j 
provided, however, that a permit may be Issued to the owner of 
any building work for which a permit is required by this Gode, 
if said work shall actually be done by the owner or a member of 
his Immediate family, and the applicant ftxrnishes a sworn state- 
ment to that effect. 

108.3.1.2 Owner — A pemit may be Issued to the owner of 
any building for work for which a permit is required by this Gode 
if said work shall be actually done by the owner or a member of 
his immediate family, and the applicant furnishes a sworn statement 
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to that effect. 

108.5.1.2 Owner — nothing In this Code shall be construed 
to prevent a person who owns a building from securing a permit 
to personally Install, alter or repair such equipment covered by 
this Code provided he has a reasonable knowledge of such work and 
is capable of such installation. Such owner shall obtain a permit 
for any such work and shall call for inspection as herein pro-^ided. 
The Inspector may require the applicant to submit evidence of 
fitness to do such work. 

SECTION 2. This Ordinance shall be in full force and effect 
from and after it passage, approval by the Mayor and legal 
publication as required by law. 








Read Che first time in full and on motion by __ 

^ and duly adopted, read the second time by title and 




seconded by 


referred to the Committee on 
City Plan Commission ^ior^ 


(and 'tBr"tlTe 


/ 


( and Publl:e"BgaTlng”ro“beTiel“d"af 

notice ,, ab. the 4eunei-l “€hamners v Clty-^eDnntylBnildlngT"^-(art—W 

t-bP dav_.ol_„..,_,-_,.„_,.,_^^ — ab- — -sd-G-l-ock 


P .-M-.— j-^-rS-rP; 
Date: 


4 - J 



Read the third time in full and on motion by 

seconded by and duly adopted, placed on its passage. 

I If ■ ■ "T ' -I ' ■ ■' 

Passed (LOST) by the following vote: 

AYES 5 NAYS , ABSTAINED ABSENT to-wit; 


Bums 

Hinga 

Kraus 


Nuckols 

Moses 



Date 



CITY CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana as (Zoning 
Map) (General) (Annexation) (Special) (Appropriation) Ordinance (Resolution) No. 


on the 


day of 


. 19 


ATTEST; 


(SEAL) 


/ 


CITY CLERK A PRESIDING OFFICER 

7 

Presented by me to the Mayor of the City of Fort Waynev Indiana, on the day of 

, 19 -at the hour of ^o’clock M.,E.&.T. 


CITY CLERK 


Approved and signed by me this day of 

at the hour of o'qlock m . , E.S.T. 


.^97 


MAYOR 


Bill No. G-72-09-26 


REPORT OF THE COMIITTEE ON REGULATIONS 

We 5 your Committee on RegnT ations to whom was referred an Ordinance 

amendlnpr Chapter 37 of the Bailding Code with respect to 

El eetrical Installation Permits . Fltuiibing Permits . and 

Heating. Ventilating, and Air Conditioning Permits. 


/' 


have had said Ordinance under conside^q,jtiQn and beg leave to report back to the Common 

PASS, 


Council that said Ordinance 




Eugene KranSj Jr. - Chaiman.. 


'axAMOL /{ 


James S. Stier - Vice-Ghairroan 

William T. Hinga 






Paul M. Barns 


Vivian G. Schmidt 





BAru4^cHARLB w. msnmAK city amK 


